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Professor A. 0. 5111 
Director, Lincoln Laboratory 
Massachusetts Institute of Technology 
77 Massachusetts Avatnss 
Cosibrldge, Massachusetts 

Deer Professor Sills 

General Canine boa a* feed w» to write to you in regard 
to hie invitation to beccrae e Berber of the Xlectronic* 
Panel of the national Security Agency Scientific Advisory 
Board. 

Your letter of 17 February 1954 w«u» presented to the 
Scientific AAvieary Board at its recently conducted Spring 
meeting. 

On behalf of Genera 1 Canine and the Board, X wish to 
thank you for your kind consideration of the invitation, 
even though you feel your current latere at# in the overall 
continental defense problems rather than in the acre detailed 
electronic aspect* preclude your accepting the invitation 
at thi» tine. 


Sincerely, 


l\ 


VtUJfii *. ItoJB&ttit ? 
Bsecutiva Secretary J \ 
Mh Scientific Advisory Board 


cc: AO 
c/s 

Mr. Friedman (S/ASST) 


m/r: Acknowledging Prof. Hill's letter of 
17 Feb 54 in hie inability to accept Membership 
on I33ASAB, Electronics Panel. 

I*. I. I. MoDo^M/ScASB/lM^ft/can 
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